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CONCORDIA TO HOST BISHOP'S 


KICK-OFF TIME 2PM 


This Saturday afternoon (October 9th) the Concordia Stingers will play host 
| to the Bishop's Gaiters in a regular 0.Q.1.F.C. game. Kick-off is at 2 p.m. 
at the Concordia Stadium, Loyola Campus. 


Earlier this year, the Stingers defeated Bishop's 34-29 in Lennoxville in the 
league opener for both teams. 


Since that time the Stingers and Gaiters have each dropped two decisions and 
both have had their share of injuries. Bishop's lost starting quarterback, 
Karel Nemec in the opener with knee ligament damage and he is through for 

the season. Backup, Scott Smith hasn't been able to generate a win as yet, and 
he will be at the controls for the Stinger game. 


Concordia lost defensive tackle, Mike Heathfield in the Bishop's game and 
have lost running back, Mark Simpson and tight end, Dan Pavlicik on other 
Occasions although all three should be in the line-up on Saturday. 
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